KISHPAUGH. FREDERICKSBURG, VA. 


KENMORE (Built 1752), Fredericksburg, Va. - 
A beautiful specimen of colonial architecture £ 
with its walls two feet thick, and its rooms °. 
with ornamented ceilings and mantels designed < 
by George Washington, who sent two Hessian ^ 
prisoners to carry out his artistic conception. = * 
Home of Col. Fielding Lewis and his wife ^ 
Betty, only sister of George Washington. 
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The Home of Betty, the Only Sister of George Washington 
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